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Date: 26-09-2022 Health Bulletin Time: 6:00 PM 
Bulletin No. 959 (since 15t" March 2020) 

4€) Positive Today: 07 X/| Recovered Today: 38 

XX Death Today: 01 X Active Cases: 131 

S"" Sample Positivity Today: 0.66% R% Recovery Percentage: 95.93% 
1. Total cumulative Positive COVID-19 detected since 01.01.2022: 104065 
2. Total Number (%) of COVID-19 Patients Treated/ Cured since 01.01.2022: 99833 (95.93%) 


3. Total Number (%) of COVID-19 patients migrated out of state since 01.01.2022: 3768 (3.62%) 


4. Total Number (%) of COVID-19 Deaths since 01.01.2022: 333 (0.32%) 
5. Number of samples found negative for COVID-19 today: 1050 
6. Total number of samples sent for COVID-19 testing today: 1164 
7. Total number of cumulative samples found negative since 01.01.2022: 1525736 
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Detailed Status of Sample Tested 
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Details of Districts having Positive COVID-19 Cases 


Almora 4902 4464 4 4 430 
Bageshwar 2161 2056 0 0 105 
Chamoli 3366 3230 3 3 130 
Champawat 1993 1963 1 2 27 
Dehradun 38859 38145 41 210 463 
Haridwar 14060 13772 11 32 245 
Nainital 13456 13317 51 33 55 
Pauri Garhwal 5592 4535 1 21 1035 
Pithoragarh 2753 2593 2 4 154 
Rudraprayag 3058 2908 8 2 140 
Tehri Garhwal 2623 2158 3 8 454 
U.S. Nagar 9325 8971 4 8 342 
Uttarkashi 1917 1721 2 6 188 
Total 104065 99833 131 333 3768 
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Hospital Wise Death 


ene : No. of 

District Name of the Hospitals Deaths 
Dehradun | Subharti Hospital 1 
Total 1 


Check Your COVID-19 Test Results Online on report.icmr.org.in 
or Scan the QR Code Below 
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COVID-19 Vaccination 
26th September 2022 
* Sessions Held Today: 569 
* Number of Beneficiaries Vaccinated Today: 5626 
** Total Number of Beneficiaries Partially Vaccinated: 9106777 
* Total Number of Beneficiaries Fully Vaccinated: 8686290 
3X* Total Number of Beneficiaries Given Precaution Dose: 1996353 
Details of Beneficiaries Vaccinated in Uttarakhand 
TH * Last 24 hrs 
Citizens Health Care Worker Front Line Worker coverage 
Cumulative 
ANS 12-14 12-14 15-17 15-17 s R s a Precaution 1st 
crudus Ws Yrs | years ist | years | ‘etdose | and Dose | _ Dose p base bius Re NR 
Pd Edd de ciu Coverage | Coverage | Coverage | Coverage | Coverage | Coverage COMME 5 ud pue 
Almora 20659 14834 29427 24304 384918 359436 6025 6035 9961 9769 91184 10 315 
Bageshwar 10467 8986 14153 13345 186463 173396 2515 2522 2323 2403 577841 29 69 
Chamoli 15250 15189 19751 19697 275405 273032 3988 4025 6494 6641 105249 71 4 
Champawat 11013 9343 13558 13198 185582 175554 2257 2324 7594 7602 44970 6 133 
Dehradun 73190 51953 104454 84363 1585132 | 1498089 37251 36757 30677 31355 413582 117 608 
Haridwar 76036 42107 84132 54749 1524733 | 1474352 17797 17677 48487 48506 348348 2 21 
Nainital 43203 33124 53689 44135 760763 745344 14196 14016 20121 20255 197202 43 434 
Pauri 22864 17918 32762 31116 456626 440205 7927 7953 7109 7209 135234 19 555 
Pithoragarh 16567 12811 23849 21191 328957 320800 4097 4115 8325 8426 66640 19 97 
Rudraprayag 9186 7344 12651 11248 174822 161332 2466 2458 2692 2714 52811 28 477 
Tehri 23835 22320 31376 30750 402399 371973 6254 6320 4932 5058 130150 82 173 
US Nagar 63023 54045 93796 91199 1363187 | 1396804 12509 12639 34817 34107 248512 129 1435 
Uttarkashi 13630 11336 18325 16961 237663 228915 3463 3490 5004 5116 104630 32 718 
Total 398923 | 301310 | 531923 | 456256 | 7866650 | 7619232 | 120745 | 120331 | 188536 | 189161 | 1996353 | 587 | 5039 
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DETAILED STUDY OF COVID-19 STATUS SINCE 15.03.2020 


CVID-19 


Uttarakhand State Control Room 


SWNNSUS BINT 


S'" Sample Positivity: 4.42% 
XX CFR (%Death): 1.73% 


R% Recovery Percentage: 96.02% 
cA Migrated Cases: 2.22% 


lls Total cumulative Positive COVID-19 detected: 448850 
2. Total Number of COVID-19 Patients Treated/ Cured: 430983 
3. Total Number of COVID-19 patients migrated out of state: 9985 
4. Total Number of COVID-19 Deaths: 7751 
5. Total number of cumulative samples found negative: 9701489 
6. Total number of cumulative samples tested: 10150339 


Districts wise Status of COVID-19 


Treated/ 


Cured till Cumulative 


District Cumulative Negative Positive 


Cumulative 


samples Tested 


Cumulative 


Cumulative Deaths 


Date 


Migrated/others 


Almora 326929 309786 17143 15888 200 1051 
Bageshwar 261478 253550 7928 7737 61 130 
Chamoli 360189 344571 15618 15213 65 337 
Champawat 340991 331319 9672 9400 S 216 
Dehradun 2491807 2340216 151591 146747 3737 1066 
Haridwar 2605307 2539662 65645 62935 1056 1643 
Nainital 735919 683121 52798 51570 980 197 
Pauri Garhwal 543133 519799 23334 21255 336 1742 
Pithoragarh 289792 276748 13044 12594 186 262 
Rudraprayag 244333 232469 11864 11448 108 300 
Tehri Garhwal 374240 355777 18463 16989 118 1353 
U.S. Nagar 1170819 1123548 47271 45343 769 1155 
Uttarkashi 405402 390923 14479 13864 80 SOS 

Total 10150339 9701489 448850 430983 7751 9985 


